Infrastructure and 
Water Services 



Contents 


Infrastructure and Water Services 1 

Contents 2 

Sub-chartl 3 

Sub-chartll 4 

Sub-chart29 5 

Sub-chartl 4_Copy 6 

Sub-chartl 6_Copy 7 

Sub-chartl 7_Copy 8 

Sub-chartl 3_Copy 9 

Sub-chartl 9_Copy 10 

Sub-chartl 5_Copy 11 

Sub-chart22 12 

Sub-chartl 8_Copy 13 

Sub-chart47 14 

Sub-chartl 2 15 

Index 16 



I NFRASTRUCTURE AND WATER SERVI CES 


DIVISION: REGULATION & GOVERNANCE 

Purpose: To monitor and evaluate the provision and 
compliance of water services. 

Functions: 

1 . Monitor the performance of the WSPs. . 

2. Provide tools and mechanisms for reporting. 

3. Development and enforcement of regulatory by 
-laws 

4. Development of service standards and client 

charter 

Posts 

IX Manager 

IX Senior Monitoring & Compliance Officer 
3X Peace Officer-1 vacant (2 new)(L5) 


DIVISION: PROGRAMME MANAGEMENT UNIT (RBIG 
& WSIG) 

Purpose: To manage the implementation of capital 
projects. 

Functions: 

1. Financial management. 

2. Implementation of projects. 

3. Contract administration. 

4. Programme / Project management. 

5. Liase with community members 
Posts 

IX Manager 

IX Project Accountant- new(L4) 

5X Project Technicians 
IX Admin Clerk - vacant 


DEPARTMENT: INFRASTRUCTURE & 
WATER SERVICES 

Purpose: To manage infrastructure and 
water services 

Functions: 

1. Manage project implementation unit 

2. Manage operations and maintenance 

3. Manage strategic planning unit 

4. Manage water provision and regulation 

5. Manage Water Qaulity 

Posts 

IX Director 
IX Secretary 


DIVISION: INFRASTRUCTURE PLANNING 



Purpose: To develop plans for water services 


SUB-DEPARTMENT: WATER SERVICES 

development. 


Purpose: To provide water to the community 

Functions: 

1 . Draft water services master plans. 

2. Ensure the implementation of the master 
plans. 


Functions: 

1 . Manage scientific services. 

2. Support operations and maintanance 

3. Manage Bulk water supply 

Posts 

IX Planning Engineer 

IX Design Engineer 

IX Technician (Planning)-vacant 

IX Technician (Drafting)-vacant 


Posts 

IX Deputy Director - vacant 

IX Admin Clerk - vacant 




DIVISION: PROGRAMME MANAGEMENT UNIT(MIG) 

Purpose: To manage the implementation of capital 
projects. 

Functions: 

1. Financial management. 

2. Implementation of projects. 

3. Contract administration. 

4. Programme / Project management. 

5. Liase with community members 
Posts 

IX Manager 
IX Project Accountant 
5X Project Technician 
IX Admin Clerk - vacant 
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DIVISI0N:0&M- WATER AND SEWER 
NETWORKS 

Purpose: maintanance of water and sewer network 
infru structure 

Functions 

1 . Repairs and preventative maintanance 

2. Ensure compliance to water services regulations 

3. Control the operation and maintenance of water 
and sanitation 

4. Coordinate and review the workplan forthe 
water and sewer sections 

5. Man age and monitorwaterbalance 
6. Install and repairmeters. 

7. Leakage management 

Posts 

3XCIustermanager 
3X Admin Clerk. 

134X General Worker 


SUB-DEPARTMENT: WATER SERVICES 

Purpose: To provide water to the community 


Functions: 

1 . Man age scientific services. 

2. Support operation sand maintanance 

3. Manage Bulk water supply 

Posts 

IX Deputy Director-vacant 
IX Admin Clerk -vacant 


DIVISION: BULK OPERATIONS 

Purpose: To operate and man age water 
and waste watertreatment plants 

Functions: 

1 . Monitor water production 

2. Maintain plants and resou rces 

3. Ensure operational compliance. 

4. Coordinate and man age 

underground water services 

Posts 

IX Ground Water Specialist-Vacant 


DIVISION: SCIENTIFIC SERVICES 

Pu rpose: To ensu re compliance to water quality 
regulations. 

Functions 

1 .Implementwaterquality management system. 

2. Ensu re compliance to water services regulations. 
Post 

IX Manager-new 

1 X Sen ior Laboratory Tech n ician -renamed 
IX Laboratory Technician 
7X Water Quality Officer- 3 vacant 


DIVISION: ELECTRO MECHANICAL 

Purpose: To render operations and 
maintenance services of boreholes, 
boosters supply pumps. 

Functions: 

1 .Ensu re that all electrical and mechanical 
pumps are in operation. 

2. Renderwelding services. 

Posts 

1 x Electro - Meehan ical Man ager-Vacant 
lx Admin Clerk 
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CLUSTER: OPERATION & MAINTENANCE-EE 

Purpose:To manage Operations and 
Maintenance 

Functions: 

1 .Control the operation and maintenance of 
waterand sanitation 

2. Coordinate and review the workplan forthe 

waterand sewer sections 

Post 

IXCIuster Manager 
IX Admin Clerk 
IX Milwright-new(L8) 


DIVISION: O&M - WATER AND SEWER NETWORKS 

Purpose: maintanance of waterand sewer network 
inf ru structure 

Functions 

1 . Repairs and preventative maintanance 

2. Ensure compliance to water services regulations 

3. Control the operation and maintenance of water 
and sanitation 

4. Coordinate and review the work plan forthe 
waterand sewersections 

5. Manage and monitor water balance 
6. Install and repair meters. 

7. Leakage management 

Posts 

3X Clustermanager 
3X Admin Clerk. 

1 34X General Worker 


CLUSTER OPERATION & MAINTENANCE-M 

Purpose:To manage operations and maintenance 

Functions: 

1 .Control the operation and maintenance of water 
and sanitation 

2. Coordinate and review the workplan forthe 
water and sewer sections 
Post 

IX Cluster Manager 
IX Admin Clerk 
1 X Milwright-new (L8) 


CLUSTER OPERATION & MAINTENANCE-FT 

Purpose:To manage operations and maintenance 

Functions: 

1 .Control the operation and maintenance of water 
and sanitation 

2. Coordinate and review the work plan forthe 

waterand sewersections 

Post 

IX Cluster Manager 
IX Admin Clerk 
IX Milwright-new (L8) 
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CLUSTER:OPERATION &MAINTENANCE-EE 


Purpose:To manage Operations and Maintenance 
Functions: 

1 .Control the operation and maintenance of 
water and sanitation 

2. Coordinate and review the workplan forthe 
water and sewer sections 


Post 

IX Cluster Manager 
IX Admin Clerk 
IX Milwright-new(L8) 


ELIAS MOTSOALEDI REGION 


Purpose: To render operations and maintenance 
Functions: 

1 .Coordination of the Depots 

2. Managementtankering services 

3. Report on the performance of the region. 


Posts 

IX Senior Regional Technician 
IX Pleavy Duty Operator (crane truck)-Vacant 
2X Pleavy Duty Operator (Water Tanker Driver) 
IX Admin Clerk 


EPHRAIM MOGALE REGION 


Purpose:To renderoperations and maintenance 
Functions: 

1 .Coordination of the Depots 

2. Managementtankering services 

3. Report on the performance of the region. 


Posts 

IXSenior Regional Technician 
1 X Pleavy Duty Operator-vacant 
IX Pleavy Duty Operator (Water Tanker Driver) 
IX Admin Clerk 
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ELIAS MOTSOALEDI REGION 

Purpose:Torenderoperations and maintenance 


MOTET EMA/GROBLERSDAL 

Purpose: To operate , maintain sewer , water 
reticulation & storage system. 

Functions: 

1. Implement plan ned/un planned repairs & 
maintenance of water reticulation distribution 
& storage . 

2. Implement plan ned/un planned repairs & 
maintanance for sanitation systems. 

3. Installation of new water meters. 

4. Provision of water to consumers 

Posts 

IX DepotSupervisor-vacant 
2X Artisan Plumber (Water)-I Vacant 
IX Artisan Plumber(Sewer)-vacant 
IX Admin Clerk 
IX Artisan Aid-Vacant 
8X General Worker 


Functions: 

1 .Coordination of the Depots 

2. Managementtankering services 

3. Report on the performance of the region. 
Posts 

IX Senior Regional Technician 
1 X Heavy Duty Operator (crane truck)-Vacant 
2X Heavy Duty Operator (Water Tanker Driver) 
IX Admin Clerk 


UITSPANNING DEPOT 

Purpose: To operate , maintain sewer , water 
reticulation & storage system. 

Functions: 

1 . Implement planned/unplanned repairs & 
maintenance of water reticulation 
distribution & storage . 

2. Implement planned/unplanned repairs & 
main tan an ce for san itati on systems. 

3. Installation of new water meters. 

4. Provision ofwaterto consumers 

Posts 

IX Depot Supervisor 
IX Artisan Plumber(Water) 

IX Artisan Plumber(Sewer) 

IX Admin Clerk 
8X General Worker 


HLOGOTLOU DEPOT 

Purpose: To operate , maintain sewer , water 
reticulation & storage system. 

Functions: 

1 Implement planned/unplanned repairs & 
maintenance of water reticulation 
distribution & storage . 

2. Implementplanned/unplanned repairs & 
main tan an ce for san itation systems. 

3. Installation of new water meters. 

4. Provision of water to consumers 
Posts 

IX Depot Supervisor 
2X Artisan Plumber (Water) 

IX Artisan Plumber (Sewer) 

IX Admin Clerk 
10X General Worker 


TAFELKOP/ROSSENEKAL 

Purpose: To operate , maintain sewer , water 
reticulation & storage system. 

Functions: 

1 .Implementplanned/unplanned repairs & 
maintenance of water reticulation 
distribution & storage . 

2. Implementplanned/unplanned repairs & 
maintanance for sanitation systems. 

3. Installation of new water meters. 

4. Provision of waterto consumers 
Posts 

IX Depot Supervisor 
3X Artisan Plumber (Water)-2 Vacant 
IX Admin Clerk 
5X General Worker 
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EPHRAIM MOGALE REGION 

Purpose:Torenderoperations and maintenance 


ELANDSKRAAL DEPOT 

Purpose: To operate and maintain sewer and 
water reticu lation & storage system. 

Functions: 

1. Implementplanned/unplanned repairs & 
maintenance of water reticu lation 
distribution & storage . 

2. Implementplanned/unplanned repairs & 
maintanance for sanitation systems. 

3. Installation of new water meters. 

4. Provision of water to consumers 

Posts 

IX Depot Supervisor 
1 X Heavy Duty Operator TLB-vacant 
2X Artisan Plumber (Water) 

9X General Worker-2 vacant 


Functions: 

1 .Coordination of the Depots 

2. Managementtankering services 

3. Report on the performance of the region. 
Posts 

IXSenior Regional Technician 
1 X Heavy Duty Operator-vacant 
IX Heavy Duty Operator (Water Tanker Driver) 
IX Admin Clerk 
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CLUSTER:OPERATION & MAINTENANCE-M 

Purpose: To manage operations and maintenance 

Functions: 

1. Control the operation and maintenance of water 
and sanitation 

2. Coordinate and review the workplan forthe 

water and sewer sections 

Post 

IX Cluster Manager 
IX Admin Clerk 
IX Milwright-new (L8) 


MAKHUDUTHAMAGA REGION 

Purpose:To manage Operations and Maintenance 

Functions: 

1 .Coordination of the Depots 

2. Managementtankering services 

3. Report on the performance of the region. 

Posts 

IX Senior Regional Technician 

IX Pleavy Duty Operator TLB -vacant 

IX Pleavy Duty Operator (Water Tanker Driver)- vacant 

IX Admin Clerk 
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MAKHUDUTHAMAGA REGION 

Purpose: To manage Operations and Maintenance 

Functions: 

1 .Coordination of the Depots 

2. Management tan kering services 

3. Report on the performance of the region. 

Posts 

1 X Senior Regional Tech nician 
IX Heavy Duty Operator TLB -vacant 
IX Heavy Duty Operator (Water Tanker Driver- 
vacant 

IX Admin Clerk 



PHOKWANE DEPOT ( RENAMED) 

Purpose: To operate , maintain sewer , water 
reticulation & storage system. 

Functions: 

1 .Implementplanned/unplanned repairs& 
maintenance of water reticulation 
distribution & storage . 

2. Implementplanned/unplanned repairs& 
maintenance for san itation systems. 

3. Installation of new water meters. 

4. Provision of water to consumers 

Posts 

IX Depot Supervisor 
3X Artisan Plumber 
IX Admin Clerk 
10X General Worker 


MASEMOLA CENTRAL DEPOT 

Purpose: To operate , maintain sewer , water 
reticulation & storage system. 

Functions: 

1 .Implementplanned/unplanned repairs& 
mai n ten an ce of water reti cu I ati on 
distribution & storage . 

2. Implementplanned/unplanned repairs& 
maintenance for sanitation systems. 

3. Installation of new water meters. 

4. Provision of water to consumers 

Posts 

IX Depot Supervisor 
2X Artisan Plumber 
IX Admin Clerk 
6X General Worker 


TSHESANE DEPOT (RENAMED) 

Purpose: To operate , maintain sewer , 
water reticulation & storage system. 

Functions: 

1 . Implementplanned/unplanned repairs& 
maintenance of water reticulation 
distribution & storage . 

2. Implementplanned/unplanned repairs& 
maintenance for san itation systems. 

3. Installation of new water meters. 

4. Provision of water to consumers 

Posts 

IX Depot Supervisor 
2X Artisan Plumber 
IX Admin Clerk 
6X General Worker 
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CLUSTER :OPERATION & MAINTENANCE-FT 

Purpose:To manage operations and maintenance 

Functions: 

1. Control the operation and maintenance of water 
and sanitation 

2. Coordinate and review the workplan forthe 

water and sewer sections 

Post 

IX Cluster Manager 
IX Admin Clerk 
IX Milwright-new (L8) 


TUBATSE REGION 

Purpose:To manage Operations and Maintenance 

Functions: 

1 .Coordination of the Depots 

2. Managementtankering services 

3. Report on the performance of the region. 

Posts 

IXSeniorRegional Technician 
IX Pleavy Duty Operator (TLB) 

IX Pleavy Duty Operator (Crane Truck) 

2X Pleavy Duty Operator (Water Tanker Driver) 

IX Admin Clerk 
lx General Worker 


FETAKGOMO REGION 

Purpose:To manage Operations and Maintenance 

Functions: 

1 .Coordination of the Depots 

2. Managementtankering services 

3. Report on the performance of the region. 


Posts 

IX Senior Regional Technician- vacant 
1 X Pleavy Duty Operator (TLB) 

IX Pleavy Duty Operator (Water Tanker Driver) 
IX Admin Clerk 
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TUBATSE REGION 

Purpose:To manage Operation sand Maintenance 

Functions: 

1 .Coordination of the Depots 

2. Managementtankering services 

3. Report on the performance of the region. 

Posts 

IXSenior Regional Technician 
IX Heavy Duty Operator (TLB) 

IX Heavy Duty Operator (Crane Truck) 

2X Heavy Duty Operator (Water Tanker Driver) 

IX Admin Clerk 
lx General Worker 


PENGE/PRAKTISEER DEPOT 

Purpose: Purpose: To operate , maintain 
sewer , water reticulation & storage system. 

Functions: 

1 . Implement plan ned/un planned repairs & 
mai n ten an ce of water reticu I ation 
distribution & storage . 

2. Implementplanned/unplanned repairs& 
maintenance forsanitation systems. 

3. Installation of new water meters. 

4. Provision of water to consumers 

Posts 

IX Depot Supervisor 
3X Plant Supervisor-new(L8) 

3X Artisan Plumber-1 vacant 
IX Admin Clerk 
1 0X General Worker- 2 vacant 


MOROKE DEPOT 

Purpose: To operate , maintain sewer , 
water 

reticulation & storage system. 

Functions: 

1. Implementplanned/unplanned repairs & 
maintenance of water reticulation 
distribution & storage . 

2. Implementplanned/unplanned repairs & 
mai n tan an ce for san itation systems. 

3. Installation of new water meters. 

4. Provision of water to consumers 

Posts 

IX Depot Supervisor 
3X Artisan Plumber-1 vacant 
IX Admin Clerk 
9X General Worker -2 vacant 


LEBOENG DEPOT 

Purpose: To operate , maintain sewer , 
water 

reticulation & storage system. 

Functions: 

1. Implementplanned/unplanned repairs & 
maintenance of water reticulation 
distribution & storage . 

2. Implementplanned/unplanned repairs & 
mai n tan an ce for san itation systems. 

3. Installation of new water meters. 

4. Provision of water to consumers 

Posts 

IX Depot Supervisor 
2X Artisan Plumber-1 vacant 
IX Admin Clerk 
6X General Worker - 3 vacant 


MAPODILE DEPOT 

Purpose: To operate , maintain sewer , 
water 

reticulation & storage system. 

Functions: 

1 Implementplanned/unplanned repairs & 
maintenance of water reticu lation 
distribution & storage . 

2. Implementplanned/unplanned repairs & 
maintenance forsanitation systems. 

3. Installation of new water meters. 

4. Provision of water to consumers 

Posts 

IX Depot Supervisor 
2X Artisan Plumber- 1 vacant 
IX Admin Clerk 
3X General Worker 
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FETAKGOMO REGION 

Purpose:To manage Operations and Maintenance 

Functions: 

1 .Coordination of the Depots 

2. Managementtankering services 

3. Report on the performance of the region. 

Posts 

IX Senior Regional Technician- vacant 
IX Heavy Duty Operator (TLB) 

IX Heavy Duty Operator (Water Tanker Driver) 

IX Admin Clerk 



APEL DEPOT 


BB KLOOF DEPOT 

Pi i rnn<?p' Pi i rnn<;p' Tn nnprpfp mpintpin 

Purpose: To operate , maintain sewer , water 


sewer , water reticulation & storage system. 

reticulation & storage system. 

Functions: 


Functions: 

1 . Implementplann ed/unplanned repairs & 

1 Implementplanned/unplanned repairs & 


maintenance of water reticulation 

main ten an ce of water reticu lati on 


distribution & storage . 

distribution & storage . 


2. Implementplann ed/unplanned repairs & 

2. Implementplann ed/unplanned repairs & 


maintanance forsanitation systems. 

maintanance forsanitation systems. 


3. Installation of new water meters. 

3. Installation of new water meters. 


4. Provision of water to consumers 

4. Provision of water to consumers 


Posts 

Posts 


IX DepotSupervisor 

IX DepotSupervisor 


IXArtisan Plumber(water) 

2X Artisan Plumber(water) 


IX Admin Clerk 

IX Admin Clerk 


7X General Worker 

12X General Worker - 


3 X Process Controller 


20 












REGION: ELIAS MOTSOALEDI 

Purpose: To operate and manage water 
and waste water treatment plants 

Functions: 

1 . Control water and waste water 
treatment processes 

2. Ensure operational compliance 

Posts 

IxPlantSupervisor 
16x Process controller(water)-1 vacant 
2X General Worker (water)- vacant 
9X Process controller(wastewater) 

4X General Worker-vacant 

Plant Name: Groblersdal, Rossenekal, 
Magukubjane, Inkosini WTW. Dennilton, 
Motetema, Pllogotlou WWTW. 


DIVISION: BULKOPERATIONS 

Pu rpose : To operate an d man age water 
and waste water treatment 

plants 

Functions: 

1 . Monitorwater production 

2. Maintain plants and resources 

3. Ensure operational compliance. 

4. Coordinate and manage 

underground water services 

Posts 

IX Ground Water Specialist-Vacant 


REGION: EPHRAIM MOGALE 

Purpose: To operate and manage water 
and waste water treatment plants 

Functions: 

1 . Control water and waste water 
treatment processes 

2. Ensure operational compliance 

Posts 

IX Plant Supervisor 
2X General Worker 

Plant Name: Moganyaka, Elandskraal 
WWTW. 


REGION :MAKHUDUTHAMAGA 

Purpose: To operate and manage water 
and waste water treatment plants 

Functions: 

1 . Control water and waste water 
treatment processes 

2. Ensure operational compliance 

Posts 

IX Plant Supervisor 
1 2X Process con troller(water)-4 vacant 
1 2X General Worker (water)-vacant 
9X Process controller(wastewater) 

9X General Worker (wastewater)-vacant 
3X General Worker-1 vacant 

Plant Name: Vergelegen, Pietgouws, 
Marishane WTW. Jane Furse, Phokwane, 
Nebo WWTW. 


REGION :TUBATSE 

Purpose: To operate and manage water 
and waste water treatment plants 

Functions: 

1 . Control water and waste water 
treatment processes 

2. Ensure operational compliance 

Posts 

IX Plant Supervisor 
1 2X Gen eral Worker (water)-vacant 
1 2X Gen eral Worker-vacant (wastewater) 
3X General Worker 

Plant Name:WTW Burgersfort, Steelpoort, 
Ohrigstad 

WWTW: Burgersfort, Steelpoort, 
Mooihoek, De Ploop, Ngwaabe. 
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DIVISION: ELECTROMECHANICAL 

Purpose: To render operations and 
maintenance services of boreholes, 
boosters su pply pu mps. 

Functions: 

1 .Ensure that all electrical and mechanical 
pumps are in operation. 

2. Render welding services. 

Posts 

lx Electro - Mechanical Manager-Vacant 
lx Admin Clerk 


SECTION: WORKSHOP 
(Electrical/Mechanical) 

Purpose: To render electrical and 
mechanical services. 

Functions 

1 . Maintenance of water and sewer 

infrastructure. 

Posts 

1 X Workshop Supervisor 
3X Millwright -1 vacant 
1 0 Electrical Artisan-5 vacant 
2X Machanical Artisan 
IX Artisan Aid-vacant 
IX General Worker 


SECTION: WORKSHOP (Welding) 

Purpose: To render welding services 

Functions: 

1 .Maintenance of waterand sewer 

infrastructure. 

Posts 

1 X Worksh op Su pervisor 
2X Artisan Welder 
IX Artisan Fitting & Turner - vacant 
5X Artisan Aid 


22 












Index 


CLUSTER: OPERATION & MAINTENANCE-EE 5,6 

DEPARTMENT: INFRASTRUCTURE & WATER SERVICES 3 

DIVISION: REGULATION & GOVERNANCE 3 

SECTION: WORKSHOP (Electrical/Mechanical) 15 

TSHESANE DEPOT (RENAMED) 10 

SECTION: WORKSHOP (Welding) 15 

DIVISION: O&M - WATER AND SEWER NETWORKS 4,5 

APEL DEPOT 13 

BB KLOOF DEPOT 13 

ELANDSKRAAL DEPOT 8 

HLOGOTLOU DEPOT 7 

LEBOENG DEPOT 12 

MAPODILE DEPOT 12 

MARBLE-HALL DEPOT 8 

MASEMOLA CENTRAL DEPOT 10 

MOGANYAKA DEPOT 8 

MOROKE DEPOT 12 

MOUTSE WEST DEPOT 8 

PENGE/PRAKTISEER DEPOT 12 

UITSPANNING DEPOT 7 

CLUSTER OPERATION & MAINTENANCE-FT 5,11 

CLUSTER OPERATION & MAINTEN ANCE-M 5,9 

REGION: MAKHU DUTHAMAGA 14 

DIVISION: PROGRAMME MANAGEMENT UNIT (RBIG & WSIG) 3 

DIVISION: PROGRAMME MANAGEMENT UNIT(MIG) 3 

DIVISION: ELECTRO MECHANICAL 4,15 

REGION: EPHRAIM MOGALE 14 

MOTETEMA/GROBLERSDAL 7 

REGION: ELIAS MOTSOALEDI 14 

DIVISION: BULK OPERATIONS 4,14 

DIVISION: INFRASTRUCTURE PLANNING 3 

ELIAS MOTSOALEDI REGION 6,7 

EPHRAIM MOGALE REGION 6,8 



Index Continued 


FETAKGOMO REGION 11,13 

MAKHUDUTHAMAGA REGION 9,10 

TUBATSE REGION 11,12 

PHOKWANE DEPOT( RENAMED) 10 

DIVISION: SCIENTIFIC SERVICES 4 

SUB-DEPARTMENT: WATER SERVICES 3,4 

TAFELKOP/ROSSENEKAL 7 

REGION: TUBATSE 14 



